NEW HAMPSHIRE TURNPIKE SYSTEM 
STATEMENT OF NET POSITION UNAUDITED 
For Period Ended December 31, 2017 v. 2016 
(Dollars in Thousands) 


ASSETS and DEFERRED OUTFLOWS of RESOURCES 





Current Assets: 

Cash and Cash Equivalents 

Cash and Cash Equivalents — Restricted 
Investments - Restricted 

Accounts Receivable (Net of Allowances) 
Due from Other Funds 

Inventories 

Prepaid Assets 

Total Current Assets 

Non-current Assets: 

Capital Assets: 

Lan 





Land Improvements 

Buildings 

Equipment 

Computer Software 

Work In Progress - Comp. Soft. 
Construction in Progress 
Infrastructure 

Less: Accumulated Depreciation 
Net Capital Assets 

Total Non-current Assets 

Total Assets 


Deferred Outflows of Resources: 
Pension 


Loss on Refunding 


Total Assets and Deferred Outflows of Resources 


LIABILITIES and DEFERRED INFLOWS of RESOURCES 





Current Liabilities: 

Accounts Payable 

Accrued Payroll 

Due to Other Funds 

Unearned Revenue 

Revenue Bonds Payable 

Accrued Interest Payable 

Claims and Compensated Absences Payable 
Other Liabilities 


Total Current Liabilities 


Non-current Liabilities: 

Revenue Bonds Payable 

Pension 

Claims and Compensated Absences Payable 
Other Non-current Liabilities 

Total Non-current Liabilities 

Total Liabilities 


Deferred Inflows of Resources: 


Pension 


Total Liabilities and Deferred Inflows of Resources 


NET POSITION 

Net Investment in Capital Assets 
Restricted for Debt Repayments 
Restricted for Uninsured Risks 
Restricted for Facility Sustainment 
Unrestricted 

Total Net Position 


Period Ended 
Dec 31,2017 


$ 101,423 
35,129 

28,445 

7,807 

127 

2,546 

218 

175,695 


101,845 
2,003 
14,487 
63,626 
532 
3,182 
84,938 
1,059,685 


(408,734) 


921,564 
921,564 
1,097,259 


4,391 
1,112 


1,102,762 


7,328 
1,118 
2,133 
15,266 
27,960 
5,088 
315 
395 
59,603 


364,521 
13,757 
1,716 
5,003 
384,997 
444,600 


688 


445,288 


530,195 
59,808 
3,519 
247 
63,705 


$ 657,474 


Period Ended Dec 
31, 2016 


$ 93,856 
46,595 

30,356 

6,047 

421 

1,535 

115 

178,925 


101,409 
2,003 
14,459 
50,862 


156,659 
962,900 


(381,599) 


906,693 
906,693 
1,085,618 


1,127 
1,578 


1,088,323 


6,940 
1,127 
1,108 
14,880 
28,080 
5,571 
293 
325 
58,324 


395,328 
10,100 
1,943 
2,568 
409,939 
468,263 


607 


468,870 


491,250 
67,060 
3,418 
86 
57,639 


3 619.453. 


$ 7,567 


28 
12,764 
532 
3,182 
(71,721) 
96,785 


(27,135) 


14,87 
14,87 
11,64 





3,264 
(466) 


14,439 


388 
(9) 
1,025 
386 
(120) 
(483) 
22 
70 
1,279 


(30,807) 
3,657 

(227) 
2,435 


(24,942) 
(23,663) 


81 


(23,582) 


38,945 
(7,252) 
101 
161 
6,066 


~S__ 38,021. 


% Change 


8.1% 
-24.6% 
-6.3% 
29.1% 
-69.8% 
65.9% 
89.6% 
-1.8% 


0.4% 
0.0% 
0.2% 
25.1% 
100.0% 
100.0% 
-45.8% 
10.1% 
71% 
1.6% 
1.6% 
1.1% 


289.6% 


-29.5% 


1.3% 


5.6% 
-0.8% 
92.5% 
2.6% 
-0.4% 
-8.7% 
7.5% 
21.5% 
2.2% 


-7.8% 
36.2% 
-11.7% 
94.8% 
-6.1% 
-5.1% 


13.3% 


-5.0% 


7.9% 
-10.8% 
3.0% 
187.2% 
10.5% 
6.1% 


NEW HAMPSHIRE TURNPIKE SYSTEM 


STATEMENT OF REVENUES, EXPENSES AND CHANGES IN NET POSITION - UNAUDITED 


Compare Month and Year-to-Date Ended Dec 31, 2017 v. 2016 
(Dollars in Thousands) 





FY 2018 FY 2017 FY 2017 

Month Ended Month Ended Year-to-Date 

Dec 31, 2017 Dec 31, 2016 $ Change % Change Dec 31, 2016 $ Change % Change 
OPERATING REVENUES 
Toll Revenue - Cash $ 1,930 $ 2,238 (308) -13.8% 18,204 (2,512) -13.8% 
Toll Revenue - E-ZPass 8,086 7,184 902 12.6% 50,644 4,392 8.7% 
Other Toll Operating Revenue (Net of Allowances) 248 330 (82) -24.8% 1,764 (848) -48.1% 
Transponder Revenue 74 69 5 7.2% 472 (46) -9.7% 
Total Operating Revenues 10,338 9,821 517 5.3% 71,084 986 1.4% 
OPERATING EXPENSES 
Personnel Services 950 929 21 2.3% 5,026 (68) -1.4% 
Payroll Benefits 562 489 73 14.9% 2,751 105 3.8% 
Enforcement 663 635 28 4.4% 3,945 (134) -3.4% 
Renewal & Replacement 95 267 (172) -64.4% 7,526 (408) -5.4% 
Supplies, Materials and Other 467 549 (82) -14.9% 1,260 (77) -6.1% 
Equipment and Repairs 468 359 109 30.4% 2,052 264 12.9% 
Indirect Costs 214 197 17 8.6% 1,179 105 8.9% 
Welcome Centers 70 66 4 6.1% 370 19 5.1% 
Heat, Light and Power 79 128 (49) -38.3% 487 (57) -11.7% 
Bank and Credit Card Fees 247 226 21 9.3% 1,415 308 21.8% 
Rentals 117 115 2 1.7% 241 (19) -7.9% 
E-ZPass Processing Fees 645 707 (62) -8.8% 3,819 (1,598) -41.8% 
Transponder Expense 52 68 (16) -23.5% 425 (41) -9.6% 
Depreciation and Amortization 2,007 1,911 96 5.0% 11,038 1,005 9.1% 
Total Operating Expenses 6,636 6,646 (10) -0.2% 41,534 (596) -1.4% 
Operating Income 3,702 3,175 527 16.6% 29,550 1,582 5.4% 
NON-OPERATING REVENUES (EXPENSES) 
Investment Income 48 22 26 118.2% 165 183 110.9% 
Welcome Center Revenue 74 65 9 13.8% 387 55 14.2% 
Facility Sustainment Reserve 11 11 - 0.0% 86 7 8.1% 
Build America Bonds Subsidy 244 243 1 0.4% 1,459 - 0.0% 
Miscellaneous Income 3 142 (139) -97.9% 227 (85) -37.4% 
Gain on the Sale of Other Capital Assets - - - 0.0% - - 0.0% 
Interest on Bonds and Note (1,174) (1,108) (66) 6.0% (6,844) (393) 5.7% 
Miscellaneous Expense (5) - (5) 100.0% (28) 16 -57.1% 
Local Non-Operating Expenses - - - 0.0% - (1,183) 100.0% 
Total Non-operating Revenues (Expenses) (799) (625) (174) 27.8% (4,548) (1,400) 30.8% 
Change in Net Position Before Capital Contributions 2,903 2,550 353 13.8% 25,002 182 0.7% 
Capital Contributions - - - 0.0% - - 0.0% 
Change in Net Position 2,903 2,550 353 13.8% 25,002 182 0.7% 
Net Position -July 1/Nov 1 654,571 616,903 37,668 6.1% 594,451 37,839 6.4% 
Net Position -November 30 $ 657,474 $ 619,453 38,021 6.1% 619,453 $ 38,021 6.1% 


1. Prior year restarted to break out the Facility Sustainment Reserve and Build America Bonds Subsidy revenue from Miscellaneous Revenue. 


